Digital Camera Binoculars 



SPECIFICATIONS 


Binocular: 


Size 

8x22mm 

Field of View 

7.0° 
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Exit Pupil 

2.8mm 

Close Focus 

16.4' 

Digital Camera: 


Resolution 

640x480(VHi) 
196x144 (Lo) 

Sensor 

CMOS 

35mm Lens 

400mm 

Equivalent 

Focal Ratio 

f/5.6 

Field of View 

8° 

Range 

49.2' to infinity 

Exposure 

Automatic 

Memory 

8MB 

Batteries 

2xAAA-size (not incl.) 

Dimensions: 


Size 

4.5" x 3.5" x 2.2" 

Weight 

9.3oz 


SYSTEM REQUIREMENTS 

• Windows 98, Windows ME, Windows 2000, 
Windows XP 

• 200MHz or faster processor 

• 64MB of SDRAM 

• Video (VGA) card with 2MB of RAM for 
minimum 16-bit display 

• CD-ROM drive 

• USB port 

• 600MB of free disk space 


♦ Easy to use! 

♦ Great for concerts, sporting events, hunting, bird 
watching and more! 

♦ Compact size goes anywhere you do! 

♦ Five HOT software titles included FREE 


What would you call a camera that lets you get close to the 
action, capture it digitally, and share it with family and friends? 

At Ezonics, we call it the Bino Cam II! 

The Bino Cam II is a professional-quality 8X magnification 
binocular with an integrated quality digital camera! It's 
the perfect camera for concerts, sporting events, outdoor 
adventures... anytime that you need to get in close for a great 
picture! The onboard digital camera takes quality pictures 
every time! 

What's more, the Bino Cam II gives you automatic exposure 
and focus-free settings, making it easy for anyone to use! 
At Ezonics, we're packing the Bino Cam II with some of the 
hottest digital photography software titles available anywhere, 
making it EASY for you to produce professional-quality digital 
image projects... right from your desktop! 

Get the Bino Cam II today, and see what you've been 
missing! 
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